Torn down 
1044 Worthington Ridge 


Wilcox Mansion — Wilcox Mansion 1860-1959 


Worthington Historic District 


Mansion built in 1860 by Samuel Curtiss Wilcox 1811-1886, Peck Stow & Wilcox Company, & Anna 
Scoville Peck. 

Son Frank L. Wilcox (1859-1953) & Harriet Webster. Frank was very successful in business, state 
senator, Major in Conn Governor’s Foot Guard and civic leader. Granddaughter Ann Wilcox Borthwick 


shared several stories of Frank in book Berlin-Peck Memorial Library. 
Samuel Wilcox (1902-1976), grandson of Samuel Curtis Wilcox and son of Frank L. Wilcox, tore down the 


Wilcox Mansion in 1959 and rebuilt a modern 
ranch house in 1960. 


Berlin Historical Society: Walking Tour of Berlin’s Historic District 


The Wilcox Mansion (pictured above) — was torn down in the 1959 and 
replaced with a modern ranch. Built by Samuel Curtis Wilcox in 1860, this 
Victorian mansion was the country home of the Wilcox family who owned a 
brick city home on Russell Street in New Britain. The Victorian barn on Sunset 
was once part of the Wilcox estate as was a small carriage house (now a pool 
house). 


Back side Frank Wilcox 


